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-9107250205 Submits rept re importations of radioactive matl.
ALLEN.V.M. Treasury, Dept. of, U.S. Customs Service. 66/01/26. KIRKMAN.R.W.
Atomic Energy Commission (Pre 750119). 1p. 58567:251-58567:251.

-9107250219 Discusses insp of license 37-04456-08 on 671013-20.Violation noted.
KIRKMAN.R.W. Region I, IE (720101-810228). 68/02/08. SHAPIRO.Z. Nuclear Materi-
als & Equipment Corp. (NUMEC). 1p. 58567:252-58567:252.

-9107250228 Submits rept re radiotracer tests conducted at temporary job site.per sec-
tion 32.12 of AEC regulations.

WOLF.J.R. Nuclear Science & Engineering Corp. 67/02/08. Atomic Energy Commis-
sion (Pre 750119). 1p. 58567:253-58567:253.

-9107250234 Forwards corrective actions re insp of radiation process ctr near
Clearfield,PA on 681028-31.License will be amended to provide for reasonable eval-
uations before cell entry.

CALDWELL.R.D.   Nuclear   Materials   &   Equipment   Corp.   (NUMEC).   68/11/06.
KIRKMAN.R.W. Atomic Energy Commission (Pre 750119). 2pp. 58567:254-58567:255.

-9107250242 Safety insp on 681028-31 of license 37-04456-08.Insp findings:records
showing disposal of solid waste did not adequately describe quantity of waste matl
being transferred for disposal.

EPSTEIN.E. Atomic Energy Commission (Pre 750119). * Nuclear Materials & Equip-
ment Corp. (NUMEC). 68/11/19. 2pp. 58567:256-58567:257.

-9107250247 Forwards telegrams re possible type B incident.
CALDWELL.R.   Nuclear   Materials   &   Equipment   Corp.   (NUMEC).    68/12/30.
KIRKMAN.R. Atomic Energy Commission (Pre 750119). 29pp. 58567:258-58567:325.

9107250188 FOIA request for repts re Haddam Neck & Millstones Units 1,2 & 3.
MILIONE.R.   Citizens   Action   Group   for   Environmental   Protection.   91/06/17.
GRIMSLEY.D. Division of Freedom of Information & Publications Services (Post
890205). 1pp. 58538:221-58538:221.

9107250235 Final response to FOIA request for documents re Shpack landfill superfund
& FUSRAP site.App B records already available in PDR.Forwards apps C & D records
also being made available in PDR.

PHILIPS.J.D.  Division of Freedom of Information &  Publications Services (Post
890205). 91/06/27. BLETSO.V. Wright & Moehrke. 4pp. 58568:003-58568:063.

-9107250253 Discusses 901206 Itr from JW Sullivan,expressing concern over NBC way
of regulating radwaste sites in Norton & Attleboro.MA.

MULLEY.G.A. Office of Inspector General (Post 890417). 91/04/05. Office of Inspec-
tor General (Post 890417). 3pp. 58568:007-58568:010.

-9107260001 Requests NRC conduct investigation into Shpack/Attleboro Landfill rad-
waste site in Norton/Attleboro.MA.

SULLIVAN.J.W. Affiliation Not Assigned. 90/12/06. WILLIAMS.D.C. Office of Inspector
General (Post 890417). 14pp. 58568:011-58568:055.

-9107260008 Forwards NRC repts 078-154 & 078-154A.detailing results of surveys &
investigation.Flecommend meeting within one to two wks to discuss questions DOE
may have re findings.

SNIEZEK.J.H. Division of Fuel Facility & Materials Safety Inspection, IE (750101-
801210). 79/06/13. MOTT.W.E. Energy, Dept. of. 2pp. 58568:056-58568:057.

-9107260015 Responds to 820913 Itr requesting info re Norton-Atheboro
landfill.Confirms Shpack property contains radioactive matl. Recommends that area be
fenced & posted w/signs to restrict entry until study of potential long term hazards
determined.

SNIEZEK.J.H. Ofc of Inspection & Enforcement, Director (820201-870413). 82/09/30.
WALKER.M.L Justice, Dept. of. 2pp. 58568:058-58568:059.

-9107260185 Submits position Itr re final disposition of low level nuclear matls buried
on Attleboro site.per NRC 900424 request.

VEALE.FJ. Texas Instruments, Inc. 90/11/15. ROTH.J. Region 1 (Post 820201). 3pp.
,58568:060-58568:062.

-9107260195 Undated Itr from Bernero to Sullivan re Shpack Landfill. Forwards memo
which documents conclusions of Ofc of Investigations.

BERNERO.R.M.   Office   of   Nuclear   Material   Safety   &   Safeguards.   91/06/27.
SULLIVAN,J.W. Affiliation Not Assigned. 1p. 58568:063-58568:063.

9107290023 FOIA request for all correspondence to & from Veterans Affairs Medical Ctr
in Leavenworth.KS during Mar 1990 insp.

LLACER.V. Veterans Affairs, Dept. of (formerly Veterans Administration). 91/05/13.
Region 4 (Post 820201). 1p. 58720:185-58720:185.

9107290026 Final response to FOIA request for correspondence to & from Veterans Af-
fairs Medical Ctr in Leavenworth.KS during 1990 insp.Forwards app A records.

*  Division of Freedom of Information & Publications Services (Post 890205). 91/07/
22. VINCE.L Veterans Affairs, Dept. of (formerly Veterans Administration). 2pp.
58720:186-58720:213.

-9005230091 Discusses Safety Insp 30-01744/90-01 on 900328 & forwards notice of
violation.Radiation safety officer should ensure that oversight of radiation safety pro-
gram adequate to prevent violation of transfer of byproduct matl.
BEACHAB. Region 4 (Post 820201), 90/05/17. CUER.J.H. Veterans Admin. Medical
Center, Leavenworth, KS. 2pp. 58720:195-58720:197.

-9005230095 Notice of violation from insp on 900328.Violation noted: Kansas Univ per-
sonnel transferred byproduct matl to licensee w/o distribution equivalent to
10CFR32.74 in Agreement State license.

* Region 4 (Post 820201). 90/05/17.1p. 58720:197-58720:197.

-9006200063 Responds to NRC Itr re violations noted in Insp Rept 30-01744/90-01 .Li-
censee of opinion that citation in error & would like NRC to review Amend 20 of Li-
cense 15-08114-01.

CUER.J.H. Veterans Admin. Medical Center, Leavenworth, KS. 90/06/05. Region 4
(Post 820201). 1 p. 58720:193-58720:193.

-9007110144 Ack receipt of 900605 Itr in response to 900517 notice of violation from
Insp 30-01744/90-01 .Violation rescinded.based on response.

BEACHAB. Region 4 (Post 820201). 90/07/05. CUER.J.H. Veterans Admin. Medical
Center, Leavenworth, KS. 1p. 58720:194-58720:194.

-9007110151 Insp Rept 30-01744/90-01 on 900328.V1olation regards receipt of matl
from vendor who did not possess 10CFR32.74 equivalent in license.
HOLLEY.W.L Region 4 (Post 820201). 90/05/17.16pp. 58720:198-58720:213.

9107290041 FOIA request for info re listed plants.

FELLERS.R.A. North Carolina, Univ. of, Chapel Hill, NC. 91/01/15. Division of Free-
dom of Information & Publications Services (Post 890205). 1p. 58568:064-58568:064,

9107290056 Final response to FOIA request for info re Georgia Power Vogtle.South
Carolinas Electric & Gas Co VC Summer & Duke Power pconee I,II & III plants.App
records already available in PDR.App B records encl & being made available in PDR.
PHILIPS.J. Division of Freedom of Information & Publications Services (Post 890205).
91/06/27. FELLERS.R.A. North Carolina, Univ. of, Chapel Hill, NC. 4pp. 58568:065-
58568:099.

-9107290066 Package consisting of partial semiannual effluent release repts & annual
environ operating repts.
* NRC - No Detailed Affiliation Given. 91/06/27. 31pp. 58568:069-58568:099.

9107290076 Appeals denial of FOIA request for portion of one record re physical train-

C.H. Institute for Nuclear Medical Education. 91/04/29. BERNERO.R. Office of
Nuclear Material Safety & Safeguards. 1p. 58596:314-58596:314.

9107290083 FOIA request for listed info including description of Ail Agreement State
meeting discussions & source of minutes of discussion.

ROSE.C.H. Institute for Nuclear Medical Education. 91/01/08. REED.C.A. Division of
Freedom of Information & Publications Services (Post 890205). 2pp. 58596:315-
58596:316.

9107290105 Partial 2nd response to FOIA request for documents.App B documents par-
tially withheld (ref FOIA Exemption 5).

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/03/27. ROSE.C.H. Institute for Nuclear Medical Education. 3pp.
58596:317-58596:321.

-9107290120 Partially deleted memo in response to 890721 Itr re Denver- based Inst of
Nuclear Medical Education physical training programs.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
89/08/03. MILLER.V.L Assistant Director for State Agreements Program. 1p.
58596:321-58596:321.

9107290115 Responds to 910429 Itr appealing DH Grimsley 910327 response re denial
of portion of record subj to FOIA request for records concerning physician training

fiSBpJbN,H.L Office of Nuclear Material Safety & Safeguards. 91/06/20.
ROSE.C.H. Institute for Nuclear Medical Education. 1p. 58596:322-58596:328.

-8908180123 Responds to 890721 memo re Denver-based Inst of Nuclear Medical
Educ training program.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
89/08/03. MILLER.V.L Assistant Director for State Agreements Program. 1p.
58596:323-58596:328.

9107290142 FOIA request for documents re contamination on 910605 of two maint
workers at Sequoyah Fuels Corp U processing plant in Gore.OK.
CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly Harmon, Curran &
Tousley). CURRAN.D. Native Americans for a Clean Environment. 91/06/11.
GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 3pp. 58568:141-58568:143.

9107290147 Final response to FOIA request for documents re contamination on 910605
of two maint workers at plant.EncI app A documents being made available in
PDR.App B documents partially withheld (ref FOIA Exemption 6).
PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/07/19. CURRAN.D. Harmon, Curran, Gallagher & Spielberg (formerly
Harmon, Curran & Tousley). 4pp. 58568:144-58568:163.

-9107290150 Package consisting of Muskogee Phoenix newspaper article entitled, "In-
spectors Find Two Workers at Sequoyah Fuels Contaminated."

*  Region 4 (Post 820201). 91/06/12. 2pp. 58568:148-58568:163.

9107290162 FOIA request for documents re waste disposal practices at Nuclear Fuel
Facility.

CONDIT.R.E. Government Accountability Project. 91/05/16. NRC - No Detailed Affili-
ation Given. 15pp. 58568:100-58568:114.

9107290166 Final response to FOIA request for documents.EncI app A documents
being made available in PDR.

PHILIPS.J.D. Division of Freedom of Information & Publications Services (Post
890205). 91/07/19. CONDIT.R.E. Government Accountability Project. 2pp. 58568:115-
58568:121.

-9107290168 Discusses 910603 House Appropriations Committee telcon re decommis-
sioning of B&W Apollo facility in Apollo.PA.

MCDANIEL.K.K. Fuel Cycle Safety Branch. 91/06/12. CUNNINGHAM.R.E. Division of
Industrial & Medical Nuclear Safety (Post 870729), 5pp. 58568:117-58568:121.

9107290190 FOIA request for documents re list of vendor payment funds returned to
NRC under limited payability legislation, including vendor name.address & money
amount.

BROWN.B. Nelson-Brown Equities, Inc. 91/06/11. CARR.K.M. Commissioners (Post
750119). 1 p. 58568:122-58568:122.

9107290194 Final response to FOIA request for documents re list of vendor payment
funds returned to NRC under limited payability legislation.Forwards document listed in
app A.

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/07/24, BROWN.B. Nelson-Brown Equities. Inc. 2pp. 58568:123-
58568:125.

-9107290252 List of vendor.addresses & check totals.

*  NRC - No Detailed Affiliation Given. 91 /07/24. 1 p. 58568:125-58568:125.

9107300061 Partial response to FOIA request for documents re allegations.Forwards
documents listed in app B.Documents also available in PDR.Portions of app C docu-
ment withheld (ref FOIA Exemption 6).

GRIMSLEY.D.H. Division of Freedom of Information & Publications Services (Post
890205). 91/06/21. GUILD.C.C. Winston & Strawn. 6pp. 58785:096-58785:222.TIA,MJ. Division of Contracts & Proper-
